WLS SERIES LAZY SUSANS 

24" - 32" KIDNEY 

INSTALLATION INSTRUCTIONS 
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UPPER SHAFT ASSEMBLY 
(6470-93-0904-26) — ' 



UPPE R PIVOT SUPPORT 
' (6000-91-2) 

LOCKING SCREW 
\ (M2405-409-2) 



UPPER POSITIONER 
(6260-95-2) 




SHAFT LOCKING SCREW 
(M2408-409-2) 



SHAFT 
(6470-96-2208-26) 



SHAFT LOCKING SCREW 
(M2408-409-2) 



^ 



SHELF SUPPORT 
(6470-07-2) 

■ BOTTOM POSITIONER 

(6260-95-2) 



FIGURE 2 



FIGURE 1 



NOTE: The dimensions shown in Figure 1 . are minimum. 



1 . Insert shelf support in tray from bottom with keyway to rear of tray and position top shelf hub on top of 
tray with keyway to rear of tray. Install three (3) 3/4" x #8 (M1 81 2-251 -2) self tapping pan head screws 
through top hub into shelf support and tighten. 

2. Locate the mounting holes with the template (see reverse side) and afix the bottom positioner to the 
cabinet floor with four (4) 3/4" x #8 (F1 208-1 3-2) oval head screws. NOTE: Shaft locking screw must 
face cabinet opening. 

3. Locate the mounting holes with the template and afix the upper pivot support to the underside of the 
cabinet top (see Figure 2) with four (4) 1/2" x #8 (F0808-26-2) oval head screws. 

4. Working from bottom up, slide the upper shelf onto the shaft. Slide the upper positioner onto the shaft and 
temporarily tighten the screw with the positioner approximately 15" from the bottom of the shaft. Slide the 
bottom shelf onto the shaft. 

5. Insert the upper shaft assembly into the top end of the shaft. Loosely install the lock screw. Insert the 
shaft/tray assembly into the bottom positioner. Extend the upper shaft assembly to engage the upper 
pivot support (See Figure 2). 

6. Adjust the upper shelf position by grasping and supporting the upper shelf positioner assembly while 
loosening the locking screw. Rotate the positioner and shelf into alignment and securely tighten the 
locking screw. 



INSTALLATION TEMPLATE 
ON REVERSE SIDE. 
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24", 28", & 32 " Kidney 
WLS Series 
Installation Template 

SEE BACK FOR INSTRUCTIONS 



NOTES: 

1 . Be sure to c heck for adequate clearance 
at bac k of shelf prior to drilling holes 

2. Template position may be adjusted for a 
full o verlay door. 

3. An y inside re-enforcement must be 
accounted f or. (minimum dimensions noted) 





Bottom positioner 
assembly and upper pivot 
hole pattern 

NOTE: Use 1/8" (3mm) diameter 
drill for pre-drilling 



2-11/16" 
(69 mm) 



Cabinet 
Centerline 




5-1/16" 
29 mm) 



6-13/16" 
(173 mm) 



